OFFICE OF THE PURCHASING AGENT 



DATE: 


BID NO. 
SUBJECT: 


TOWN OF ARLINGTON 
730 Massachusetts Avenue 
Arlington, MA 02476 


March 12, 2020 


Telephone (781) 316-3003 
Fax (781)316-3019 


TO ALL BIDDERS 


20-18 

Phase 2 Design & Implementation, Arlington Reservoir 
Master Plan 


ADDENDUM NO. 1 


TO WHOM IT MAY CONCERN: 

With reference to the bid request relative to the above subject, please note the 
following: 


DELETE: The available budget for the project is $200,000 including all fees and contingency. 
ADD: The available budget for the project is $300,000 including all fees and contingency. 

RFP DEADLINE EXTENDED: 1:00 PM WEDNESDAY MARCH 25, 2020 

All other terms, conditions and specifications remain unchanged. 

Very truly yours, 

Town of Arlington 


Domenic R. Lanzillotti 
Purchasing Officer 


